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R1202082600 - TF-PARK - SUSP-SCN - ILLEGAL PARKING - SUSPECT ON SCENE 
3623 LATROBE DR CHAR 


0 System Comments 


Date/Time 

Terminal 

Operator 


12/02/17 

07:08:59 

cadp203 

3529 

EVENT CROSS-REFERENCED - R1202065200 

12/02/17 

08:23:58 

cadp116 

0 

ANI/ALI - Phone: (704) 995-5813, Lat: +35.203027, Lon: -80.8042073, Call ID: 
2017120200002644733 

12/02/17 

08:26:31 

cadp116 

5862 

EVENT CREATED - Type: TF-PARK - SUSP-SCN - ILLEGAL PARKING - SUSPECT ON SCENE, 
Location: 3623 LATROBE DR CHAR, Agency: CMPD, Group: 16, Beat: 1612, Status: P, Priortiy: 3 

12/02/17 

08:26:31 

cadp116 

5862 

EVENT UPDATED - 

12/02/17 

08:26:31 

cadp116 

5862 

INITIAL CALL - Call Source: ANI/ALI, Caller Name: T-MOBILE USA, Caller Phone Number 704- 
995-5813, Caller Address: 3008 Washburn Ave - S Sector Charlotte 

12/02/17 

08:26:31 

cadp116 

5862 

EVENT REMARK - ALT# 704-995-5813 -80.8042073 +35.203027 

PROTESTORS PARKING ILLEGALLY AAA 

SEE CHRIST! GETZ IF AVAILABLE... SHE MAY BE LEAVING 

CALLER ADV AA IS NOT WHERE THE PROTEST IS AND THEY ARE TAKING UP PATIENT PARKING 
CALLER DID ADV SOME OF THEM AND THEY LEFT THERE VEH ANYWAYS 

12/02/17 

08:26:31 

lec- 

cadcom93- 

01 

999991 

ADD SUPPLEMENTAL- Revision Number 1, Supplemental Type:, Comments: Unitwill be 
dispatched Contactlname: CARTELQUILLA Contactlphonel: 7045366306 Contact!phone2: 
7043321291 Contact2name: METRO SPECIALTY POLICE 8t Contact2phone1:7043691664 
Contact2phone2: 0000000000 Location: 3623 LATROBE DR CHAR Permitholder 

MECKLENBURG RADIOLOGY Permitnumber. 1005228 Status: A 

12/02/17 

08:26:32 

Live 

5862 

EVENT REMARK - ** LOI search completed at 12/02/17 08:26:32 

12/02/17 

08:26:32 

lec- 

cadcom93- 

01 

999991 

EVENT UPDATED - 

12/02/17 

08:26:34 

cadp116 

5862 

EVENT REMARK - NFI 

12/02/17 

08:26:56 

cadp203 

3529 

EVENT REMARK - ** Cross Referenced to Event # R1202065200 at: 12/02/17 08:26:56 
**>>>> by: MELISSA C. FIELD on terminal: cadp203 

12/02/17 

08:28:02 

cadp203 

3529 

EVENT REMARK - ********** 

12/02/17 

08:28:08 

cadp203 

3529 

EVENT REMARK - 16-1011-0 AWARE OF CALL 

12/02/17 

08:28:30 

cadp203 

3529 

EVENT UPDATED - Total Assigned Units: 1, 

12/02/17 

08:28:30 

cadp203 

3529 

UNIT UPDATED - Unit: 16-1012-0, Status: DP, Location: 3623 LATROBE DR CHAR, Employees: 
1421 

12/02/17 

08:28:31 

cadp203 

3529 

EVENT UPDATED - First Unit Dispatched Time: 12/02/17 08:28:30, Status Code: A, 

12/02/17 

08:28:31 

cadp203 

3529 

EVENT UPDATED - 

12/02/17 

08:28:32 

cadp203 

3529 

EVENT UPDATED - First Unit Arrived Time: 12/02/17 08:28:32, Primary Employee Id: 1421, 
Primary Unit Id: 16-1012-0, 

12/02/17 

08:28:32 

cadp203 

3529 

UNIT UPDATED - Unit: 16-1012-0, Status: AR, Location: 3623 LATROBE DR CHAR, Employees: 
1421 

12/02/17 

08:28:45 

cadp203 

3529 

EVENT REMARK - 16-1012-0 AWARE OF CALL 

12/02/17 

08:30:17 

cadp203 

3529 

EVENT UPDATED - Total Assigned Units: 2, 

12/02/17 

08:30:17 

cadp203 

3529 

UNIT UPDATED - Unit: 16-1011-0, Status: DP, Location: 3623 LATROBE DR CHAR, Employees: 
1823 

12/02/17 

08:30:18 

cadp203 

3529 

UNIT UPDATED - Unit: 16-1011-0, Status: AR, Location: 3623 LATROBE DR CHAR, Employees: 
1823 

12/02/17 

09:08:44 

cadp203 

3529 

EVENT CROSS-REFERENCED - R1202090400 

12/02/17 

09:17:05 

cadp203 

3529 

EVENT CROSS-REFERENCED - R1202070602 

12/02/17 

09:28:32 

cadp065 

0 

UNIT UPDATED - Unit: 16-1012-0, Status: ®, Location: 3623 LATROBE DR CHAR, Employees: 
1421 
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12/02/17 

09:28:32 

cadp065 

99997 

EVENT REMARK - System Unit Alarm 

12/02/17 

09:30:18 

cadp208 

0 

UNIT UPDATED - Unit: 16-1011-0, Status: ®, Location: 3623 LATROBE DR CHAR, Employees: 
1823 

12/02/17 

09:30:18 

cadp208 

4732 

EVENT REMARK - System Unit Alarm 

12/02/17 

09:34:28 

cadp203 

3529 

EVENT REMARK - Alarm Timer Extended: 0 

Alarm Timer Extended: 0 

12/02/17 

09:34:28 

cadp203 

3529 

UNIT UPDATED - Unit: 16-1011-0, Status: CU, Location: 3623 LATROBE DR CHAR, Employees: 
1823 

12/02/17 

09:34:28 

cadp203 

3529 

UNIT UPDATED - Unit: 16-1012-0, Status: CU, Location: 3623 LATROBE DR CHAR, Employees: 
1421 

12/02/17 

10:22:42 

cadp203 

3529 

EVENT CROSS-REFERENCED - R1202102102 

12/02/17 

12:17:37 

cadp203 

3529 

EVENT CROSS-REFERENCED - R1202121201 

12/02/17 

13:30:32 

$16- 

1012-0 

1421 

EVENT REMARK - related to pro life parade, private property—no action taken 

12/02/17 

13:30:32 

$16- 

1012-0 

1421 

DISPOSITION ASSIGNED - Ml 

12/02/17 

13:30:32 

$16- 

1012-0 

1421 

UNIT UPDATED - Unit: 16-1012-0, Status: AM, Location: 3623 LATROBE DR CHAR, Employees: 
1421 

12/02/17 

13:30:33 

$16- 

1012-0 

1421 

EVENT UPDATED - Total Assigned Units: 1, 

12/02/17 

18:10:30 

$16- 

1011-0 

1823 

EVENT UPDATED - Total Assigned Units: 0, 

12/02/17 

18:10:30 

$16- 

1011-0 

1823 

EVENT CLOSED - 

12/02/17 

18:10:30 

$16- 

1011-0 

1823 

EVENT UPDATED - Closing Employee Id: 1823, Closing Terminal: $16-1011-0, Closing Time: 
12/02/17 18:10:30, Is Open: False, 

12/02/17 

18:10:30 

$16- 

1011-0 

1823 

DISPOSITION ASSIGNED - ASSTUNIT 

12/02/17 

18:10:30 

$16- 

1011-0 

1823 

UNIT UPDATED - Unit: 16-1011-0, Status: AM, Location: 3623 LATROBE DR CHAR, Employees: 
1823 
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12/02/17 

08:32:05 

cadp203 

3529 

UNIT UPDATED - Unit: 12-1280-0, Status: AR, Location: 3220 LATROBE DR CHAR, Employees: 
1909 

12/02/17 

08:36:46 

cadp203 

3529 

EVENT UPDATED - Total Assigned Units: 11, 

12/02/17 

08:36:46 

cadp203 

3529 

UNIT UPDATED - Unit: 12-1380-0, Status: DP, Location: 3220 LATROBE DR CHAR, Employees: 
1993 

12/02/17 

08:36:47 

cadp203 

3529 

UNIT UPDATED - Unit: 12-1380-0, Status: AR, Location: 3220 LATROBE DR CHAR, Employees: 
1993 

12/02/17 

09:08:44 

cadp203 

3529 

EVENT REMARK - ** Cross Referenced to Event # R1202090400 at: 12/02/17 09:08:44 
**>>>> by: MELISSA C. FIELD on terminal: cadp203 

12/02/17 

09:08:44 

cadp203 

3529 

EVENT CROSS-REFERENCED - R1202090400 

12/02/17 

09:14:21 

cadp203 

3529 

EVENT UPDATED - Total Assigned Units: 12, 

12/02/17 

09:14:21 

cadp203 

3529 

UNIT UPDATED - Unit: 16-1314-1, Status: DP, Location: 3220 LATROBE DR CHAR, Employees: 
1310 

12/02/17 

09:14:22 

cadp203 

3529 

UNIT UPDATED - Unit: 16-1314-1, Status: AR, Location: 3220 LATROBE DR CHAR, Employees: 
1310 

12/02/17 

09:14:25 

cadp203 

3529 

EVENT UPDATED - Total Assigned Units: 13, 

12/02/17 

09:14:25 

cadp203 

3529 

UNIT UPDATED - Unit: P2511, Status: DP, Location: 3220 LATROBE DR CHAR, Employees: 2511 

12/02/17 

09:14:27 

cadp203 

3529 

UNIT UPDATED - Unit: P2511, Status: AR, Location: 3220 LATROBE DR CHAR, Employees: 2511 

12/02/17 

09:16:48 

cadp203 

3529 

EVENT REMARK - ** Cross Reference Cancelled to Event # R1202065701 at: 12/02/17 09:16:48 
**>>>> by: MELISSA C. FIELD on terminal: cadp203 

12/02/17 

09:17:05 

cadp203 

3529 

EVENT REMARK - ** Cross Referenced to Event # R1202070602 at: 12/02/17 09:17:05 
**>>>> by: MELISSA C. FIELD on terminal: cadp203 

12/02/17 

09:17:05 

cadp203 

3529 

EVENT CROSS-REFERENCED - R1202070602 

12/02/17 

09:27:41 

cadp203 

3529 

EVENT REMARK - 16-1310-1 NOISE METER AS OF 0927 HRS...UPPER 70'S BUT HAD SPIKED IN 
80’S...LT AWARE OF SAME. 

12/02/17 

09:33:52 

cadp203 

3529 

EVENT UPDATED - Total Assigned Units: 14, 

12/02/17 

09:33:52 

cadp203 

3529 

UNIT UPDATED - Unit: 16-1381-0, Status: DP, Location: 3220 LATROBE DR CHAR, Employees: 

12/02/17 

09:33:54 

cadp203 

3529 

UNIT UPDATED - Unit: 16-1381-0, Status: AR, Location: 3220 LATROBE DR CHAR, Employees: 

12/02/17 

09:34:18 

cadp203 

3529 

EVENT UPDATED - Total Assigned Units: 13, 

12/02/17 

09:34:18 

cadp203 

3529 

EVENT REMARK - P2511 IS BIKE UNIT 16-1381-0 

12/02/17 

09:34:18 

cadp203 

3529 

DISPOSITION ASSIGNED - Ml 

12/02/17 

09:34:18 

cadp203 

3529 

UNIT UPDATED - Unit: P2511, Status: AV, Location: 3220 LATROBE DR CHAR, Employees: 2511 

12/02/17 

09:34:50 

cadp203 

3529 

EVENT UPDATED - Total Assigned Units: 14, 

12/02/17 

09:34:50 

cadp203 

3529 

UNIT UPDATED - Unit: 16-1382-0, Status: DP, Location: 3220 LATROBE DR CHAR, Employees: 

12/02/17 

09:34:51 

cadp203 

3529 

UNIT UPDATED - Unit: 16-1382-0, Status: AR, Location: 3220 LATROBE DR CHAR, Employees: 

12/02/17 

09:34:56 

cadp203 

3529 

EVENT REMARK - ******** 

12/02/17 

09:35:23 

cadp203 

3529 

EVENT REMARK - OFC WING IS BIKE UNIT 16-1381-0 

12/02/17 

09:35:33 

cadp203 

3529 

EVENT REMARK - OFC LOVELL IS BIKE UNIT 16-1382-0 

12/02/17 

09:36:03 

cadp203 

3529 

EVENT REMARK - NOISE METER AS OF 0935 HRS...BRIEF SPIKE TO 82 BUT BACK DOWN TWDS 
75 

12/02/17 

09:38:52 

$16- 

6128-0 

4104 

EVENT UPDATED - Total Assigned Units: 13, 

12/02/17 

09:38:52 

$16- 

6128-0 

4104 

DISPOSITION ASSIGNED - Ml 



4104 

UNIT UPDATED- 
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12/02/17 

09:38:52 

$16- 

6128-0 


12/02/17 

10:09:12 

cadp203 

3529 

12/02/17 

10:09:22 

cadp203 

3529 

12/02/17 

10:15:11 

cadp203 

3529 

12/02/17 

10:15:26 

cadp203 

3529 

12/02/17 

10:15:26 

cadp203 

3529 

12/02/17 

10:15:31 

cadp203 

3529 

12/02/17 

10:16:37 

cadp203 

3529 

12/02/17 

10:16:37 

cadp203 

3529 

12/02/17 

10:16:39 

cadp203 

3529 

12/02/17 

10:22:42 

cadp203 

3529 

12/02/17 

10:22:42 

cadp203 

3529 

12/02/17 

10:32:06 

cadp203 

3529 

12/02/17 

10:56:48 

cadp203 

3529 

12/02/17 

10:57:05 

cadp203 

3529 

12/02/17 

10:58:38 

cadp203 

3529 

12/02/17 

11:00:58 

cadp203 

3529 

12/02/17 

11:28:24 

cadp203 

3529 

12/02/17 

11:28:24 

cadp203 

3529 

12/02/17 

11:28:24 

cadp203 

3529 

12/02/17 

11:28:24 

cadp203 

3529 

12/02/17 

12:17:37 

cadp203 

3529 

12/02/17 

12:17:37 

cadp203 

3529 

12/02/17 

12:26:33 

cadp203 

3529 

12/02/17 

12:33:24 

$16- 

1181-0 

3092 

12/02/17 

12:33:24 

$16- 

1181-0 

3092 

12/02/17 

12:33:24 

$16- 

1181-0 

3092 

12/02/17 

12:33:31 

$16- 

1314-1 

1310 

12/02/17 

12:33:31 

$16- 

1314-1 

1310 

12/02/17 

12:33:31 

$16- 

1314-1 

1310 

12/02/17 

12:40:23 

$12- 

1280-0 

1909 


Unit: 16-6128-0, Status: AM, Location: 3220 LATROBE DR CHAR, Employees: 3482,4104 
EVENT REMARK - *************** 

EVENT REMARK - MAJOR KORNBERG ENROUTE AT 1009 HRS 

EVENT REMARK - 455 ADVS CROWD ESTIMATE OF 500-600 ATTENDEES AS OF 1015 HRS 
EVENT UPDATED - Total Assigned Units: 14, 

UNIT UPDATED - Unit: 58-4550-1, Status: DP, Location: 3220 LATROBE DR CHAR, Employees: 
830, 2171 

UNIT UPDATED - Unit: 58-4550-1, Status: AR, Location: 3220 LATROBE DR CHAR, Employees: 
830, 2171 

EVENT UPDATED - Total Assigned Units: 15, 

UNIT UPDATED - Unit: 16-1181-0, Status: DP, Location: 3220 LATROBE DR CHAR, Employees: 
3092 

UNIT UPDATED - Unit: 16-1181-0, Status: AR, Location: 3220 LATROBE DR CHAR, Employees: 
3092 

EVENT REMARK - ** Cross Referenced to Event # R1202102102 at: 12/02/17 10:22:42 
**>>>> by: MELISSA C. FIELD on terminal: cadp203 

EVENT CROSS-REFERENCED - R1202102102 

EVENT REMARK - PARADE STARTED AT 1031 HRS 

EVENT REMARK - ********** 

EVENT REMARK - CROWD SIZE..STILL APPROX 500-600 PEOPLE AS OF 1057 HRS PER 455 

EVENT REMARK - DRONE IN SITE AT 1058 HRS PER LT BRISBON BUT NO WHEREABOUTS OF 
OPERATOR..455 AWARE OF SAME. 

EVENT REMARK - DRONE OPERATOR LOCATED 1059 HRS...DRONE AIRBORNE OVER 
LAKE/CURVE...NOT INTERFERING WITH CMPD HELICOPTER AS OF 1100 HRS 

EVENT UPDATED - Total Assigned Units: 14, 

EVENT REMARK - AUTOMATED ASSIST UNIT CLEAR 

DISPOSITION ASSIGNED - ASSTUNIT 

UNIT UPDATED - Unit: 58-4550-1, Status: AV, Location: 3220 LATROBE DR CHAR, Employees: 
830, 2171 

EVENT REMARK - ** Cross Referenced to Event# R1202121201 at: 12/02/17 12:17:37 
**>>>> by: MELISSA C. FIELD on terminal: cadp203 

EVENT CROSS-REFERENCED - R1202121201 

EVENT REMARK - PARADE OVER AS OF 1215 HRS 

EVENT UPDATED - Total Assigned Units: 13, 

DISPOSITION ASSIGNED - ASSTUNIT 

UNIT UPDATED - Unit: 16-1181-0, Status: AM, Location: 3220 LATROBE DR CHAR, Employees: 
3092 

EVENT UPDATED - Total Assigned Units: 12, 

DISPOSITION ASSIGNED - ASSTUNIT 

UNIT UPDATED - Unit: 16-1314-1, Status: AM, Location: 3220 LATROBE DR CHAR, Employees: 
1310 

EVENT REMARK - Device 0A6A2559/GPS Device/Default System added. 

New equipment list for Unit [12-1280-0]: 

Device 0A6A2559/MDT/Default System added for employee 1909. 

Tracking device 0A6A2559/GPS Device/Default System set. 
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12/02/17 

12:40:23 

$12- 

1280-0 

1909 

UNIT UPDATED - Unit: 12-1280-0, Status: UE, Location: 3220 LATROBE DR CHAR, Employees: 

12/02/17 

12:40:24 

$12- 

1280-0 

1909 

UNIT UPDATED - Unit: 12-1280-0, Status: DC, Location: 3220 LATROBE DR CHAR, Employees: 

12/02/17 

12:40:25 

$12- 

1280-0 

1909 

UNIT UPDATED - Unit: 12-1280-0, Status: UE, Location: 3220 LATROBE DR CHAR, Employees: 
1909 

12/02/17 

12:40:26 

$12- 

1280-0 

1909 

UNIT UPDATED - Unit: 12-1280-0, Status: UC, Location: 3220 LATROBE DR CHAR, Employees: 
1909 

12/02/17 

12:40:27 

$12- 

1280-0 

1909 

UNIT UPDATED - Unit: 12-1280-0, Status: AM, Location: 3220 LATROBE DR CHAR, Employees: 
1909 

12/02/17 

12:40:28 

$12- 

1280-0 

1909 

UNIT UPDATED - Unit: 12-1280-0, Status: DC, Location: 3220 LATROBE DR CHAR, Employees: 
1909 

12/02/17 

12:40:29 

$12- 

1280-0 

1909 

UNIT UPDATED - Unit: 12-1280-0, Status: DC, Location: 3220 LATROBE DR CHAR, Employees: 
1909 

12/02/17 

12:46:26 

$16- 

1310-1 

1444 

DISPOSITION ASSIGNED - ASSTUNIT 

12/02/17 

12:46:26 

$16- 

1310-1 

1444 

UNIT UPDATED - Unit: 16-1310-1, Status: AM, Location. 3220 LATROBE DR CHAR, Employees: 
1444 

12/02/17 

12:46:27 

$16- 

1310-1 

1444 

EVENT UPDATED - Total Assigned Units: 11, 

12/02/17 

13:17:09 

$12- 

1104-1 

2862 

EVENT UPDATED - Total Assigned Units: 10, 

12/02/17 

13:17:09 

$12- 

1104-1 

2862 

DISPOSITION ASSIGNED - ASSTUNIT 

12/02/17 

13:17:09 

$12- 

1104-1 

2862 

UNIT UPDATED - Unit: 12-1104-1, Status: AM, Location: 3220 LATROBE DR CHAR, Employees: 
2862 

12/02/17 

13:23:03 

$12- 

1280-0 

1909 

EVENT UPDATED - Total Assigned Units: 9, 

12/02/17 

13:23:03 

$12- 

1280-0 

1909 

DISPOSITION ASSIGNED - ASSTUNIT 

12/02/17 

13:23:03 

$12- 

1280-0 

1909 

UNIT UPDATED - Unit: 12-1280-0, Status: AM, Location: 3220 LATROBE DR CHAR, Employees: 
1909 

12/02/17 

13:36:28 

$22- 

1350-1 

1735 

EVENT UPDATED - Total Assigned Units: 8, 

12/02/17 

13:36:28 

$22- 

1350-1 

1735 

DISPOSITION ASSIGNED - ASSTUNIT 

12/02/17 

13:36:28 

$22- 

1350-1 

1735 

UNIT UPDATED - Unit: 22-1350-1, Status: AM, Location: 3220 LATROBE DR CHAR, Employees: 
1645,1735 

12/02/17 

15:14:30 

cadp203 

5032 

EVENT UPDATED - Total Assigned Units: 7, 

12/02/17 

15:14:30 

cadp203 

5032 

EVENT REMARK - AUTOMATED Ml CLEAR BY DISPATCHER 

12/02/17 

15:14:30 

cadp203 

5032 

DISPOSITION ASSIGNED - Ml 

12/02/17 

15:14:30 

cadp203 

5032 

UNIT UPDATED - Unit: 12-1380-0, Status: AV, Location: 3220 LATROBE DR CHAR, Employees: 
1993 

12/02/17 

15:14:40 

cadp203 

5032 

EVENT UPDATED - Total Assigned Units: 6, 

12/02/17 

15:14:40 

cadp203 

5032 

EVENT REMARK - AUTOMATED Ml CLEAR BY DISPATCHER 

12/02/17 

15:14:40 

cadp203 

5032 

DISPOSITION ASSIGNED - Ml 

12/02/17 

15:14:40 

cadp203 

5032 

UNIT UPDATED - Unit: P5112, Status: AM, Location: 3220 LATROBE DR CHAR, Employees: 

5112 

12/02/17 

15:14:45 

cadp203 

5032 

EVENT UPDATED - Total Assigned Units. 5, 

12/02/17 

15:14:45 

cadp203 

5032 

EVENT UPDATED - Total Assigned Units: 4, 

12/02/17 

15:14:45 

cadp203 

5032 

EVENT REMARK - AUTOMATED Ml CLEAR BY DISPATCHER 

12/02/17 

15:14:45 

cadp203 

5032 

DISPOSITION ASSIGNED - Ml 

12/02/17 

15:14:45 

cadp203 

5032 

UNIT UPDATED - Unit: P4012, Status: AV, Location: 3220 LATROBE DR CHAR, Employees: 
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12/02/17 

15:14:45 

cadp203 

5032 

UNIT UPDATED - Unit: P4629, Status: AV, Location: 3220 LATROBE DR CHAR, Employees: 

12/02/17 

15:14:55 

cadp203 

5032 

EVENT UPDATED - Total Assigned Units: 3, 

12/02/17 

15:14:55 

cadp203 

5032 

EVENT UPDATED - Total Assigned Units: 2, 

12/02/17 

15:14:55 

cadp203 

5032 

EVENT UPDATED - Total Assigned Units: 1, 

12/02/17 

15:14:55 

cadp203 

5032 

EVENT REMARK - AUTOMATED Ml CLEAR BY DISPATCHER 

12/02/17 

15:14:55 

cadp203 

5032 

DISPOSITION ASSIGNED - Ml 

12/02/17 

15:14:55 

cadp203 

5032 

UNIT UPDATED - Unit: 16-6021-0, Status: AV, Location: 3220 LATROBE DR CHAR, Employees: 

12/02/17 

15:14:55 

cadp203 

5032 

UNIT UPDATED - Unit: 16-1382-0, Status: AV, Location: 3220 LATROBE DR CHAR, Employees: 

12/02/17 

15:14:55 

cadp203 

5032 

UNIT UPDATED - Unit: 16-1381-0, Status: AV, Location: 3220 LATROBE DR CHAR, Employees: 

12/02/17 

15:15:00 

cadp203 

5032 

EVENT UPDATED - Total Assigned Units: 0, 

12/02/17 

15:15:00 

cadp203 

5032 

EVENT CLOSED - 

12/02/17 

15:15:00 

cadp203 

5032 

EVENT UPDATED - Closing Employee Id: 5032, Closing Terminal: cadp203, Closing Time: 
12/02/17 15:15:00, Is Open: False, 

12/02/17 

15:15:00 

cadp203 

5032 

DISPOSITION ASSIGNED - Ml 

12/02/17 

15:15:00 

cadp203 

5032 

UNIT UPDATED - Unit: P1485, Status: AV, Location: 3220 LATROBE DR CHAR, Employees: 

12/02/17 

15:15:01 

cadp203 

5032 

EVENT REMARK - AUTOMATED Ml CLEAR BY DISPATCHER 

12/02/17 

15:15:11 

cadp203 

5032 

EVENT REMARK - SGT ARNOLD ADV DISP 1515 ALL CLEAR AA 
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